EFFECTIVE MAY 2, 1960 
REPRINTED JUNE 1, 1960 


INDUSTRIAL 
USERS AND 
DEALERS PRICE 
SHEET No. 40 


PRODUCT SPECIFICATIONS 


Detailed specifications of all products appear in Wilton General Catalog 115. 


NET PRICES 


Net Prices shown are subject to cash discount of 2%-10th prox. and include 
PREPAID TRANSPORTATION. 


AUTHORIZED DISTRIBUTORS 


Authorized Wilton Distributors - located in all trading areas - are prepared to 
furnish these products from their stock. We reserve the right to invoice 
through an authorized distributor any order sent to us direct. 


QUANTITY DISCOUNTS 


The following discounts apply to industrial user purchases: 


“C” CLAMPS, all types — 


$500.00 to $999.99, at resale value.................. less 10% 

$1000.00 and up, at resale value.....................00+ less 15% 
POWRARM POSITIONERS, and attachments — 

$1000.00 and up, at resale value....................0065 less 10% 
POWER TOOLS, air operated — 

$1000.00 and up, at resale value.....................085 less 5% 


WILTON TOOL MANUFACTURING CO. INC. 


9525 Irving Park Road e Schiller Park, Illinois 


Chicago Phones: NAtional 5-7770 
Long Distance: Gladstone 5-6600 
Teletype: Schiller Park III. 3495 


WILTON COMBINATION PIPE VISES—WITH SWIVEL BASE 


Catalog Jaw Pipe Depth of Approx. At h2% 
No. Width Capacity Throat Ship. Wght. List Resale Prices 
c-O 342" Yg-2Y2"" 4 Vg" 48 Ibs $ 52.00 $ 45.76 
Cc-1 4a" Vg-3 V2" 434" 70 Ibs. 74.00 65.12 
c-2 ie Vg-4 2" 53%" 113 Ibs. 114.00 100.32 
C-3 6” Vg -6"" 734" 192 Ibs. 180.00 158.40 
COO —————— 
WILTON COMBINATION PIPE VISES—WITHOUT SWIVEL BASE 
CN-O 32" Vg-214" 4Y_" 42 Ibs. $ 47.00 $ 41.36 
CN-1 4n" Vg-3 2" 434" 61 Ibs. 68.00 59.84 
CN-2 oe Wy-4ln" 534" 102 Ibs. 104.00 91.52 
CN-3 6 Vg-6" 73%" 181 Ibs. 167.00 146.96 
WILTON PRECISION JEWELERS’ VISES 
Catalog Jaw Approx. Net Resale 
No. Description Width Ship. Wght. Prices 
20S Swivel Base 2 4% lbs. $ 17.80 
20N Stationary Base aes 4% Ibs. 14.90 
20C Clamp Base 2 5 V2 Ibs. 21.00 
25C Clamp Base 22" 15 Ibs. 27.30 


WILTON MACHINISTS’ BENCH VISES WITH SWIVEL BASE 


Jaw Maximum Depth of Approx. ey ae 
Catalog Width Opening Throat Ship. Wght. List At 12% 
250S 2y2" af D ag 13 Ibs. $ 28.40 $ 24.99 
300S oh 45%" 27%" 29 Ibs. 36.00 31.68 
350S 34" 54" 23%," 41 Ibs. 42.00 36.96 
400S 4” 62" 342" 58 Ibs. 50.00 44.00 
450S 4YQ" 7Y_" 41%," 69 Ibs. 62.00 54.56 
500S Si 8” 44" 85 Ibs. 84.00 73.92 
600S 6” 10” 5" 164 Ibs. 144.00 126.72 
800S* 8” 12” 5" 248 Ibs 280.00 246.40 


WILTON MACHINIST’S BENCH VISES - STATIONARY BASE 


250N 242" 3" 2 11 Ibs. $ 22.80 $ 20.06 
300N 3" 43%," 2%" 25 Ibs. 28.00 24.64 
350N 32" 54" 234" 35 Ibs. 32.00 28.16 
400N 4" 6a" 342" 49 Ibs. 38.00 33.44 
450N 4Yy" Ty" 4V—" 60 lbs. 48.00 42.24 
500N Sr 8” 4V4" 75 Ibs. 62.00 54.56 
600N 6” 10” 52" 153 Ibs. 116.00 102.08 
800N* 3 12” 52" 227 Ibs. 220.00 193.60 
*ltems indicated by asterisk are not Wilton Products but are available 
at competitive prices for the convenience of our customers. 
WILTON MACHINISTS’ BENCH VISES 
WITH SWIVEL BASE AND SWIVEL JAW 
Catalog Jaw Maximum Depth of Approx. Fiaxale Bitias 
No. Width Opening Throat Ship. Wght. List At 12% 
350SJ 3" 5%" 234" 43 Ibs. $ 60.00 $ 52.80 
450SJ 4y" Ty" 4¥e_" 72 Ibs. 84.00 73.92 
600SJ 6” 9” 434" 166 Ibs. 180.00 158.40 
REPLACEMENT JAWS FOR WILTON VISES 
PRICES SHOWN ARE NET RESALE PER PAIR, COMPLETE SET 
w —_——1 as No. 10A No. 10B No. 10C No. 10D No. 10E No. 404 
EG aeenre = Width Serrated Smooth Smooth Smooth Brass Plastic Brass or 
os of Jaws Hard Steel Hard Steel Soft Steel or Copper Fibre Copper Caps 
Se . 2 $ 2.95 $ 2.95 $ 2.95 $ 3.50 $ 2.85 $ 2.60 
fs : 242" 3.55 3.55 3.55 4.35 3.30 3.05 
one ig 4.05 4.05 4.05 4.85 3.95 3.45 
ee GOES 3%” 4.75 4.75 4.75 5.65 4.55 4.05 
4” 5.60 5.60 5.60 6.80 5.40 4.80 
When ordering give at 4lQ" 6.55 6.55 6.55 7.70 6.35 5.55 
least 2 dimensions. 5 8.45 8.45 8.45 10.25 8.25 6.90 
6" 10.35 10.35 10.35 12.00 10.00 11.25 
REPLACEMENT PARTS FOR MACHINISTS’ & JEWELERS’ VISES ................ Resale Price NET 
REPLACEMENT PARTS FOR COMBINATION BENCH AND PIPE VISES ........... Resale Price NET 
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FOR 
DETAILS CONVENTIONAL ACTION 
SEE GEN Jaw . Jaw Maximum Overall Approx. Ship. Net Resale 
CATALOG Width Depth Opening Height Wt. Lbs. Prices 
115 32" 134” 4" 2%" 10 $16.90 
vn 44" 134" 45/6" 234" 16 22.90 
ot an 62" 3-7/16" 36 37.60 
10 RAPID ACTION 
3Y2” 134” Te 27%" 10 18.90 
11 4" 134" 454" 234" 16 25.00 
2 614" 3-7/16" 36 39.90 
WILTON MILLING MACHINE VISES 
Unconditione! 5 Year Guarantee 
low Maximum Approx. Ship. Net 
12 Width Opening Description Weight Lbs. Resale Prices 
6” 54" Stationary Flanged Base 99 $131.50 
6" 5 V4" Graduated Swivel Base 133 169.50 
- $, Pat, No. WILTON UNIVERSAL TURRET VISES 
CONTINUOUS SCREW ACTION 
Wood- Metal- Net 
Catalog working working Pipe Maximum Approx. Resale Prices 
No. Jaw Faces Jaw Faces Capacity Opening Ship. Wt. List at 25% 
SIA 3”x7" 1x4" Ya" to 4" 514" 36 Ibs. $38.00 $28.50 
SIW 3°x7" 1x4" V4" to 42" 5" 35 Ibs. 37.20 27.90 
13 RAPID ACTING 
93A 3x7" 1x4" V4"' to 42" pia” 36 Ibs. 39.80 29.85 
93W Ee Tied 1"x4"" V4" to 4a" 5h" 35 Ibs. 39.00 29.25 
WILTON PROFESSIONAL QUALITY WOODWORKERS’ VISES 
CONTINUOUS SCREW — DOG IN FRONT JAW webseres 
Catalog Jaw Type of Approx. Ship. Prices at 
No. Size Handle Wt., Lbs. List 33-1/3% 
61W 4x 7" Hardwood 30 $25.00 $16.66 
61A 4x 7" Aluminum 31 26.00 17.33 
61S 4x 7" Steel, Ball Cranks 33 27.00 18.00 
62W 4x10" Hardwood a5: 28.00 18.66 
14 62A 4x10" Aluminum 36 29.00 19.33 
62S 4x10" Steel, Ball Cranks 38 30.00 20.00 
RAPID ACTING — DOG IN FRONT JAW 
63W 4x 7" Hardwood 3] 27.00 18.00 
63A 4"x 7" Aluminum 32 28.00 18.66 
14 64W 4x10" Hardwood 36 30.00 20.00 
64A 4"x10" Aluminum af 31.00 20.66 
CONTINUOUS SCREW — PLAIN FRONT JAW 
71W aes iE" Hardwood 29 24.00 16.00 
TIA ary Aluminum 30 25.00 16.66 
14 72W 4x10" Hardwood 34 27.00 18.00 
772A 4x10" Aluminum 35: 28.00 18.66 
RAPID ACTING — PLAIN FRONT JAW 
14 73W 4x 7" Hardwood 30 26.00 17.33 
I3A Atty 7! Aluminum 31 27.00 18.00 
74W 4x10" Hardwood 35 29.00 19.33 
T4A 4x10" Aluminum 36 30.00 20.00 
WILTON JUNIOR GRADE WOODWORKERS’ VISES 
CONTINUOUS SCREW — DOG IN FRONT JAW 
f Approx. Ship rierar 
“— ded Hondte PWt. Lbs. List 33-1/3% 
16 8IW 3" 7" Hardwood 18 $19.00 $12.66 
82W 3°xTO” Hardwood 23 22.00 14.66 
bg mare ok wees 6. 33-1/3% DISCOUNT 
15 
HINGED PIPE VISES 
= ii igh R 
——" Capacity Height a Sine 
16 52 Yg-2" 10V%4"" OV, $12.35 
53 VYe-21" 11%" 13 14.60 
54 VYe-314" 15" 20 22.15 


WILTON DRILL PRESS VISES 


55 ¥e-4y2" 7" 32 28.80 
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Catalog 
No. 


402 
403 
404 
406 
408 
410 
412 


WILTON REGULAR DUTY—EXTRA DEEP THROAT 


Series ‘“400’’ C-Clamps—Drop Forged Steel 
With Hardened Spindles 


Capacity 
oO” = ze 
oOo” i att 
Qo” - 4" 
Qo” a Se" 
yd m 8” 
ae ‘a 1 oO” 
a ~ 12" 


Minimum 
Proof Test 
3300 Ibs. 
3500 Ibs. 
4100 Ibs. 
5400 Ibs. 
5900 Ibs. 
6200 Ibs. 
9300 Ibs. 


Units Per 
ip’ ] 

12 2 

12 3 

4 
6 6 

9 

4 13 


Weight 
Case Each, Lbs. 


List 

Price 
$ 3.92 
4.75 
Sy fs) 
7.89 
10.42 
13.13 
17.09 


Net Resale 
Price at 
33-1/3% 
$ 2.61 

3.17 
3.82 
5.26 
6.95 
8.75 
11.39 


i LUNE EEE EEE EEE 


Series ‘“400-P“ Plated Welding Clamps 
With Hardened Spindles 


402-P 0” - 2" 3300 Ibs. 12 1 $ 4.44 $ 2.96 
403-P 0” - 3” 3500 Ibs. 12 2 5.36 3.57 
404-P o” - 4" 4100 Ibs. 12 3 6.42 4.28 
406-P 0” - 6” 5400 Ibs. 6 4 8.78 5.85 
408-P 2” - 8" 5900 Ibs. 6 6 11.76 7.84 
410-P 2" - 10" 6200 Ibs. 4 9 14.92 9.95 
412-P 2” - 12" 9300 Ibs. 4 13 19.36 12.91 


PERMA-PAD®REPLACEMENT SWIVELS .. 


SERDESS HBSS CG e str vweerewqeeetsaranest 


Resale Price NET 


WILTON HEAVY DUTY—STANDARD THROAT DEPTH 
Series ‘“100’’ C-clamps—Drop Forged Steel 


Net Resale 

Catalog Minimum Units Per Weight List Price at 
No. Capacity Proot Test Case Each, Lbs. Price 33-1/3% 
102 0” - 2" 7500 Ibs. 12 2 $ 9.53 $ 6.35 
103 0” - 3” 8750 Ibs. 12 3 10.80 7.20 
104 0” - 4" 10000 Ibs. 12 5 12.30 8.20 
106 2" - 6" 11250 Ibs. 6 6 14.89 9.93 
108 4” - 8" 12500 Ibs. 6 8 17.59 11.73 
110 6” - 10” 13750 Ibs. 4 9 20.40 13.60 
112 8” - 12" 15000 Ibs. 4 13 235 15.43 

WILTON SUPER DUTY C-CLAMPS 
Tempered Steel Spindles—Drop Forged Steel Frames 

Net Resale 

Catalog Minimum Weight List Price at 
No. Capacity Proof Test Each, Lbs. Price 33-1/3% 
1 » Of - 1%" 5600 Ibs. ] $ 4.08 $ 2.72 
2 Ie" - 24" 12500 Ibs. 3 9.43 6.29 
3 Ya" - 34" 16250 Ibs. 7 13.50 9.00 
4 1a" -4" 20000 Ibs. 10 17.59 11.73 
5 22" -52" 23800 Ibs. 13 21.66 14.44 
6 1%" - 62" 27500 Ibs. iW, 27.02 18.01 
8 398" - 8Y2" 31250 lbs. 24 37.82 25.21 
10 5%" - 10%" 35000 Ibs. 29 Set 34.18 
12 T%e" - 1242" 40000 Ibs. 40 67.47 44.98 

SS 

WILTON SUPER DUTY C-CLAMPS—With Full Closing Spindles 
1 O”"- 1%" 5600 Ibs. ] $ 4.08 $ 2,72: 
2 O”- 24%” 12500 Ibs. 3 11.47 7.65 
3 O”’- 3%" 16250 Ibs. 7 16.32 10.88 
4 O”"- 442" 20000 Ibs. 10 21.00 14.00 
5 O”- 542" 23800 Ibs. 13 25.65 17.23 
6 0”’- 642" 27500 Ibs. 17 31.87 21.25 
8 O”"- 842" 31250 Ibs. 24 44.59 29.73 
10) =—(0”-10%2" 35000 Ibs. 29 60.47 40.31 
12) O”-12%" 40000 Ibs. 40 80.21 53.47 


Catalog 
No. 
203 
204 
206 
208 


210 
212 


Series “200 C-clamps—Malleable Iron 


Capacity 
Q” “ 3” 
[2 a le 4" 
oO” ai 6” 
8 i BH 
pH” si 1 oF 
0” om 1 7 a 


Minimum 
Proof Test 


2000 Ibs. 
2300 Ibs. 
3000 Ibs. 
3800 Ibs. 
4000 Ibs. 
4200 Ibs. 


Units Per Weight List 
Case Each, Lbs. Price 

12 1 $1.76 

12 2 2.21 

12 3 3.28 

12 4 4.79 

6 7 6.68 

6 9 8.56 


WILTON COMMERCIAL DUTY—STANDARD THROAT DEPTH 


Net Resale 
Price at 
33-1/3% 


$1.17 
1.51 
2.19 
3.19 
4.45 
5.41 


FOR | 
DETAILS 
SEE GEN. 
CATALOG 
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19 


20 


20 


21 
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FOR WILTON REGULAR DUTY—STANDARD THROAT DEPTH 


DETAI : ’ “" ° 
SEE ta Series “500” C-Clamps—Ductile Alloy 
CATALOG With Hardened Spindles 
115 wi Net Resale 
Catalog Minimum Units Per Weight List Prices at 
PAGE No. Capacity Proof Test Case Each, Lbs. Price 33-1/3% 
502 O”v%- 2” 2700 Ibs. 12 ] $3 2.42 $ 1.61 
503 QO” 3” 3000 Ibs. 12 vi 2.98 1.99 
504 Oo 4" 3700 Ibs. 12 3 3.78 2.52 
506 oO” 6% 4500 Ibs. 6 4 Bho 3.40 
22 508 2”%- 8” 5200 Ibs. 6 6 7.36 4.91 
510 2”-10" 6000 Ibs. 4 8 9.52 6.35 
512 2-12" 8000 Ibs. 4 1] 11.68 7.49 
Series ““500-P”’ Plated Welding Clamps 
With Hardened Spindles 
502-P O%= 2” 2700 Ibs. 12 ] $ 2.80 $ 1.87 
503-P O™.. 3” 3000 Ibs. iZ 2 3.42 2.28 
504-P O”’- 4” 3700 Ibs. 12 3 4.34 2.89 
22 506-P O's 6" 4500 Ibs. 6 4 5.88 3.92 
508-P 20a 3M 5200 Ibs. 6 6 8.48 5.65 
510-P 2-10" 6000 Ibs. 4 8 10.96 7.31 
512-P 2 = 2" 8000 Ibs. 4 11 13.46 8.97 
a  ———————————————— 
WILTON HEAVY DUTY—STANDARD THROAT DEPTH 
Series “900” C-Clamps—Ductile Alloy 
With Hardened Spindles 
Net Resale 
Catalog Minimum Units Per Weight List Price at 
No. Capacity Proof Test Case Each, Lbs. Price 33-1/3% 
22 904 Ov’. 4” 8000 Ibs. 12 5 $ 8.54 $ 5.69 
906 27s 6" 9000 Ibs. 6 6 10.20 6.80 
908 4”- 8" 10000 Ibs. 6 8 12.30 8.20 
910 6-10" 11000 Ibs. 4 9 15.14 10.09 
912 87-12” 12000 Ibs. 4 14 17.86 11.91 
Series ‘“900-P” Plated Welding Clamps 
With Hardened Spindles 
22 904-P or. 4” 8000 Ibs. 12 5 $9.76 $6.51 
906-P 2”- 6" 9000 Ibs. 6 6 11.54 7.69 
908-P 4"- 8" 10000 Ibs. 6 8 13.96 9.31 
910-P 6-10" 11000 Ibs. 4 9 17.10 11.40 
912-P 8-12" 12000 Ibs. 4 14 20.10 13.40 
a 
WILTON RAPID TITAN®—QUICK ACTING 
Series ‘600’ C-Clamps—Ductile Alloy 
Net Resale 
Catalog Minimum Units Per Weight List Prices at 
No. Capacity Proof Test Case Each, Lbs. Price 30% 
23 603 o” 3" 2400 Ibs. 12 2 $5.00 $ 3.50 
604 0” - 4” 3000 Ibs. 12 3 6.02 4.21 
606 O”- 6” 3700 Ibs. 6 4 7.86 5.50 
608 O”- 8” 4500 Ibs. 6 6 10.10 7.07 
610 2"-10" 5400 Ibs. 4 9 13.06 9.14 
612 4-12" 7600 Ibs. 4 12 16.84 1E.79 
Jn nnn nn ee UeUe Uy nnIIEIE nS NSSSISINEENN NEUE SEER 
RAPID TITAN® FIXTURE LOCKS 
24 Catalog Maximum Minimum Units Per Weight Net Resale 
No. Stroke Proof Test Case Each, Lbs. Price 
696 644" 3700 Ibs. 6 4 $6.50 
___US. Pat No. 2430958 
24 | REPLACEMENT PARTS FOR ALL C-CLAMPS  .ccciiccasiecasscucusse: as Sone ae Resale Price NET 
anne nn LE EEE 
POWRARM® WORK POSITIONERS (basic units) 
Catalog Ship. Wt. Net 
No. Description Each, Lbs. Resale Prices 
345 Midget PowRarm Ya $ 5.60 
28 344 Veep PowRarm 3 9.40 
343 Junior PowRarm 4V2 13.80 
29 301 Mechanical PowRarm 13 29.60 
303 Hydraulic PowRarm 15 44.50 
302 Heavy Duty PowRarm 76 228.00 
U.S. Pat. No. 2354937 393 Air-Hydraulic PowRarm 46 99.40 
2559925 394 Air-Hydraulic PowRarm 52 114.90 
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POWRARM® WORK POSITIONERS (combinations) 


Catalog Weight Net Resale 
No. Description Ecch, Lbs. Price 
3012 Mechanical with 20N Vise attached 17 $44.50 
3015 Mechanical with 250N Vise attached 24 49.66 
3013 Mechanical with 300N Vise attached 32 54.24 
3032 Hydraulic with 20N Vise attached 19 59.40 
3035 Hydraulic with 250N Vise attached 26 64.56 
3033 Hydraulic with 300N Vise attached 34 69.14 
364 Veep with 354 Vise attached 3) 13.93 
341 Junior with 20N Vise attached 8 28.70 
3419 Junior with Tee bracket 5 15.10 
350 Junior on floor stand 32 33.40 
<a 351 ee Bee be os floor stand 42 49.20 
352 ydraulic on floor stand 43 64.10 
5 eh inca io. 2354937 355 Adjustable floor stand only 28 19.60 
POWRARM ATTACHMENTS AND ACCESSORIES ............... 02... cee eens Resale Price NET 
. POWRLOCK® HYDRAULIC HEADS— 
Maximum Oil Volume 
Catalog Overall Outside Piston For Full Net Wt. Net 
No. Height Diameter Movement Power Stroke Each, Lbs. Resale Prices 
2200 3%" 24" yw" 1.00 cu. in. 4% $49.00 
2300 3%" 2" yw" 1.00 cu. in. 4 42.50 
2500 2%" 2y¥2" 5/16” -63 cu. in. 2% 45.70 
U.S. Pat. No. 2752801 2600 Zr 22" 5/16” .63 cu. in. 2% 39.20 
SPECIFICATIONS—COMPLETE POWRLOCK® SYSTEMS 
Number Thrust of Each 
of Model Number and PowRlock Piston Approx. 
Catalog Clamping Displacement Capacity with 100 psi Air Shipping et 
Number Heads of Air-Hydraulic Booster Input Pressure Wt. Lbs. Resale Prices 
SENIOR POWRLOCK (snap-on type) COMPLETE ASSEMBLIES 
2231 1 #4745 - 3.23 cu. in. 2800 Ibs. 29 $132.00 
2232 2 #4745 - 3.23 cu. in. 2800 Ibs. 37 181.00 
2233 3 #4745 - 3.23 cu. in. 2800 Ibs. 43 230.00 
2244 4 2 #4745 - 6.46 cu. in. 2800 Ibs. 60 362.00 
2251 ] #4760 - 3.23 cu. in. 5700 Ibs. 37 147.50 
2252 2 #4760 - 3.23 cu. in, 5700 Ibs. 43 196.50 
2253 3 #4760 - 3.23 cu. in. 5700 Ibs. 49 245.50 
2274 4 2 #4760 - 6.46 cu. in. 5700 Ibs. ae 393.00 
2276 6 2 #4760 - 6.46 cu. in. 5700 Ibs. 84 491.00 
SENIOR POWRLOCK (screw-on type) COMPLETE ASSEMBLIES 
2331 1 #4745 - 3.23 cu. in. 2800 Ibs. 29 $125.50 
2332 2 #4745 - 3.23 cu. in. 2800 Ibs. 37 168.00 
2333 3 #4745 - 3.23 cu. in. 2800 Ibs. 43 210.50 
2344 4 2 #4745 - 6.46 cu. in. 2800 Ibs. 60 336.00 
2351 1 #4760 - 3.23 cu. in. 5700 Ibs. 37 141.00 
2352 2 #4760 - 3.23 cu. in. 5700 Ibs. 43 183.50 
2353 3 #4760 - 3.23 cu. in. 5700 Ibs. 49 226.00 
2374 4 2 #4760 - 6.46 cu. in. 5700 Ibs. 72 367.00 
2376 6 2 #4760 - 6.46 cu. in. 5700 Ibs. 84 452.00 
pune JUNIOR POWRLOCK (snap-on type) COMPLETE ASSEMBLIES 
ie Bae Pee 2531 1 #4745 - 3.23 cu. in. 2800 Ibs. 27 $128.70 
2532 PA #4745 - 3.23 cu. in. 2800 Ibs. 34 174.40 
2533 3 4745 - 3.23 cu. in. 2800 Ibs. 39 220.10 
2534 4 4745 - 3.23 cu. in. 2800 Ibs. 55 265.80 
2551 ] #4760 - 3.23 cu. in. 5700 Ibs. 35 144.20 
2552 2 #4760 - 3.23 cu. in. 5700 Ibs. 40 189.90 
2553 3 4760 - 3.23 cu. in. 5700 Ibs. 45 235.60 
2554 4 4760 - 3.23 cu. in. 5700 Ibs. 67 281.30 
JUNIOR POWRLOCK (screw-on type) COMPLETE ASSEMBLIES 
2631 1 #4745 - 3.23 cu. in. 2800 Ibs. 27 $122.20 
2632 2 #4745 - 3.23 cu. in. 2800 Ibs. 34 161.40 
2633 3 #4745 - 3.23 cu. in. 2800 Ibs. 39 200.60 
2634 4 4745 - 3.23 cu. in. 2800 Ibs. 55 239.80 
2651 1 4760 - 3.23 cu. in. 5700 Ibs. 35 137.70 
2652 2 #4760 - 3.23 cu. in. 5700 Ibs. 40 176.90 
2653 3 #4760 - 3.23 cu. in. 5700 Ibs. 45 216.10 
2654 4 #4760 - 3.23 cu. in. 5700 Ibs. 67 255.30 
WILTON AIR HYDRAULIC BOOSTERS 
Cubic Inches Ratio of Approx. Net 
Catalog Air Piston of Oil Pressure Shipping Resale 
No. Diameter Displaced Multiplication Weight Prices 
4625 a 1.07 cu. in. 7.6 to | 8 Ibs. $44.00 
4745 4" 3.23 cu. in. 16.0 to 1 19 Ibs. 83.00 
4760 e" 3.23 cu. in. 28.5 to 1 26 Ibs. 98.50 


FOR 
DETAILS 
SEE GEN. 
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FOR 
DETAILS MOTORIZED HYDRAULIC PUMP 
E GEN. Oi P ippi 
CATALOG — Copacits Range Woehe Nfircae 
115 2985 37 cu. in. 2000-3000 psi 30 Ibs. $374.00 
PAGE : 
43 | POWER TOOL ACCESSORIES........-------------- ++ eset Resale Price NET 
MILOMATIC® AIR POWERED HYDRAULIC MACHINE VISES 
44 Approx. 
Catalog Width Shipping Net 
No. Jaw Description Wt., Lbs, Resale Prices 
MN-600 6" Stationary Flanged Base 152 $259.00 
MS-600 6” Graduated Swivel Base 186 296.00 
U.S. Pat. No. 2708381 and 2708382 
WILTOMATIC® AIR POWERED HYDRAULIC BENCH VISES 
Catalog ow setreiea Net 
No. Width Description Wt., Lbs. Resale Prices 
WS-250 2" Bench Vise—Swivel Base 33 $107.10 
WS-400 4" Bench Vise—Swivel Base 99 148.00 
46 WS-450 qn" Bench Vise—Swivel Base 110 157.00 
Wws-600 6” Bench Vise—Swivel Base 162 256.00 
WN-250 22" Bench Vise—Stationary Base 3] 102.90 
WN-400 4" Bench Vise—Stationary Base 94 139.00 
WN-450 4" Bench Vise—Stationary Base 104 146.50 
WN-600 6” Bench Vise—Stationary Base 150 235.00 
wc-l 4Q" Combination Vise—Swivel Base 116 166.00 
U.S. Pat. No. 2693727 WC-2 5% Combination Vise—Swivel Base 153 233.50 
WILTON HEAVY DUTY AIR CYLINDERS 
ies cot Ae 
47 — Bore sioka ame Lbs. Whe ibs. heoake Preas 
4125 3” 1%” 650 8 $22.80 
4140 4" 2%" 1200 16 43.50 
4160 5 ee 3 VQ" 2300 22 56.50 
48 | REPLACEMENT PARTS FOR POWER OPERATED TOOLS ...................-005 Resale Price NET 
WILTON CADET® MECHANICS’ VISES 
Catalog Jaw Maximum Depth of Weight ieeihe Evlcen 
No. Width Opening Throat Lbs. List at 25% 
50 135 3%" 4" 2Ya" 22 $30.40 $22.80 
140 4” 54" 23%" 39 41.70 31.28 
145 4in" 54" 23%" 42 46.60 34.95 
150 5” 6" 3 Ye" 55 62.50 46.88 
51 | REPLACEMENT PARTS FOR WILTON CADET VISES .............0. 0s ee eeeeeeeee 33%3% Discount 
WILTON HOBBY VISES 
LIST PRICES NET RESALE PRICES 
Catalog Jaw Units Weight Denver West of Denver West of 
51 No. Width Per Case Each, Lbs. and East Denver and East Denver 
1110 134” 12 2 $2.60 $2.70 $1.73 $1.80 
1112 24" 6 4 4.10 4.30 243 2.87 
1111 22" 6 5 6.20 6.40 4.13 4.27 
1125 2%" 6 5 5.30 5.50 3.53 3.67 
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FOR 


DETAILS 
WILTON TORCO® (Medium Duty) BENCH VISES rns Z 
LIST PRICES NET RESALE PRICES 150 | 


Catalog Jaw Weight Denver West of Denver West of PAGE 
No. Width Lbs. and East Denver and East Denver 


435 3Y2" 24 $19.20 $20.50 $12.80 $13.67 
Se 26 22.50 23.90 15.00 15.93 
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WILTON SHOP KING® UTILITY BENCH VISES 


Weight LIST PRICES NET RESALE PRICES 

Catalog Jow Each, Denver West of Denver West of 

No. Width Lbs. and East Denver and East Denver 
633% 3a" 20 $13.20 $14.20 $ 8.80 $ 9.47 53 

634 4" 30 19.20 20.80 12.80 13.87 

635 ria 34 21.90 23.50 14.60 15.67 

636 5%" 45 32.50 34.90 21.67 23.27 


WILTON TRIPLE DUTY (Rapid Action) UTILITY VISES 


Weight LIST PRICES NET RESALE PRICES 

Catalog Jaw Each Denver West of Denver West of 
No. Width Lbs. and East Denver and East Denver 54 

663 2 3" 18 $15.20 - $16.20 $10.13 $10.80 

664 4" 27 21.40 22.80 14.27 15.20 

665 5* 35 24.30 25.90 16.20 17.27 


WILTON COVERED SPINDLE UTILITY VISES 


643 2 32" 17 $13.20 $14.20 $ 8.80 $ 9.47 55 
644 4” 26 19.20 20.80 12.80 13.87 
645 3 34 21.90 23.50 14.60 15.67 


ty Baw Cece cece ee ee ences e neces e 33 43% Discount 


WILTON HOMESHOP WOODWORKERS’ VISES 


Weight LIST PRICES NET RESALE PRICES 

Catalog Jaw Units Each Denver West of Denver West of 55 
No. Sizes PerCase Lbs. and East Denver and East Denver 
1203W 62x32" 4 im $8.60 $9.20 $5.73 $6.13 


FLOOR DISPLAY MERCHANDISING ASSORTMENTS 
Cataion a gpa Denver a Re of 


Description and East Denver 
D-710 Stand D-7 with 7 Vises* 480 $428.00 $428.00 56 
D-712 Stand D-7 with 8 Vises* 466 439.20 439.20 
D-7 Floor display stand only 70 30.00 30.00 

COUNTER DISPLAY MERCHANDISING ASSORTMENTS 

D-614 Stand D-6 with 5 Vises* 139 92.50 99.30 
D-617 Stand D-6 with 6 Vises* 719 73.10 76.10 56 
D-618 Stand D-6 with 4 Vises* 162 187.00 187.00 
D-6 Counter Display Stand only 10 5.80 5.80 

*For exact contents see General Catalog No. 115 

SCOUT® ECONOMY VISES 
Catalog Jaw Units Weight 
No. Width Per Case Each, Lbs. LIST PRICES NET RESALE PRICES 

C-53% 3%" 6 12 $ 9.90 $6.60 57 
C-54 4" 4 15 11.60 7.73 
C-55 4" 4 19 13.60 9.07 
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